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of the solvent held out an inducement for the expenditure
of capital which might not have been considered justifiable
when prices fell. However, even with naphtha at 6rf. per
gallon, the recovery plants were all, to the best of the
author's knowledge, kept in operation, a fact which testifies
abundantly to their economy. With regard to this point of
economy, it should be pointed out that the advantages
accruing to recovery are not all comprised in the cash value
of the naphtha recovered. The purification of the air of the
spreading-rooin is of no small moment, as it makes the
work much more agreeable to the operatives, and also
reduces the danger of fire to a minimum.